Timothy Gordon Fired from Catholic School for Criticism of BLM, 
and Then Bends the Knee 
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I’m not racist and love all races equally but | just got fired for being racist. WTF? 


#TimothyGordon #BLM #GarcesMemorialHighSchool #GMHS #MarxistPrayers #StPaulKnewRacelsReal 
Links 


Knee: https://twitter.com/timotheeology/status/12686556532092 72322 
Archive: https://archive.vn/zOxJO 


Got fired: https://twitter.com/timotheeology/status/126842853554839961 7 
Archive: https://archive.vn/KJSU6 


Fake winning: https://twitter.com/timotheeology/status/1268365651149680640 
Archive: https://archive.vn/WEfxq 


Statement: https://twitter.com/timotheeology/status/1269053648954224640 
Archive: https://archive.vn/xbhL5 


My response: https://twitter.com/realsickofthis/status/1268528536375222273 
Archive: https://archive.vn/6k25j 
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News report: https://www.bakersfield.com/news/fired-garces-memorial-teacher-stands-by-social-media- 
posts-targeting-black-lives-matter/article_dade2334-a76a-11ea-b2f3-db20e38a019e.html 
Archive: https://archive.vn/1gdPt 


Galatians 3:28: http://drbo.org/cgi-bin/d?b=drb&bk=55&ch=3&l=28-#x 
Archive: https://archive.vn/X1aU0 


Marxist prayer: https://twitter.com/GarcesMemorial/status/1267958076235059200 
Archive: https://archive.vn/Te4Jw 


Employment: https://garces.org/about/employment/ 
Archive: https://archive.vn/rdHeq 


Marxism: https://twitter.com/realsickofthis/status/1269144717482172416 
Archive: https://archive.vn/RD8Ys 


Watch the podcast 

Stream video: stream video 

Stream audio: stream audio 

Download video (mp4): direct download link 
Download audio (mp3): direct download link 
Bitchute link: watch video 
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